Nothing keeps cool like a Polar Bear 

Medium Med Cooler 

The Medium Med Cooler is designed to work with ice packs or regular ice. The initial cold 
charge from the ice packs provided, will maintain an average temperature of 40 degrees 
Fahrenheit for around 12 hours. After that you will need to add ice for continued travel, or re- 
freeze your Polar Bear ice packs. 

The containment area of the container that comes with the Medium Med Cooler is 5.25 inches 
X 8" X 3.25 inches. Your medication will need to fit inside of these dimensions in order for this 
product to work properly. 




The Medium Med Cooler consists of one Polar Bear Cooler, one Med Storage Container, pre- 
liner and two PBC re-usable Ice Packs. The thermometer is NOT included. However we 
recommend you use our wireless thermometer, if you do not already have one of your own. 
The wireless thermometer can be added to your order below as well as additional Ice Packs, Pre 
Liners and Med Containers. 

Shipping Weight: 6.00 pounds 

Quantity in Basket: None 



Price: $65.00 



Large Med Cooler 



The Large Med Cooler is designed to work with ice packs or regular ice. The initial cold charge 
from the ice packs provided, will maintain an average temperature of 40 degrees Fahrenheit for 
around 12 hours. After that you will need to add ice for continued travel or re-freeze your Polar 
Bear ice packs. 

The containment area of the containers that come with the Large Med Cooler is 5.25 inches x 8 
inches x 3.25 inches. Your medication will need to fit inside of these Containers in order for this 
product to work properly. 

The Large Med Cooler consists of one 24 Pack Polar Bear Cooler, two Med Storage Containers, 
pre-liner and three PBC re-usable Ice Packs. The thermometer is NOT included. However we 
recommend you use our wireless thermometer, if you do not already have one of your own. 
The wireless thermometer can be added to your order below as well as additional Ice Packs, Pre 
Liners and Med Containers. 

Please note that coolers do not come with the medical symbol 
embroidered. 

Shipping Weight: 9.00 pounds 
Quantity in Basket: None 
Price: $75.00 

Welcome to Polar Bear Coolers, makers of high quality soft coolers. Years of experience have 
guided us in making the highest performance soft cooler available. The Polar Bear Cooler is a 
perfectly blended balance of quality materials and craftsmanship that together make the most 
rugged, durable and dependable soft cooler. 

The Polar Bear Cooler will keep ice for 24 hours in 100 plus degrees heat and are used in all 
walks of life from Fire dept, EMT rescue transport, to good old everyday family picnics. Same 
great cooler used by the same great people and we are proud to be a part. 




For more information please visit 
littp://www.polarbearcoolers.com 



